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UNCLASSIFIED 

PAGE 01 COLOMB 02851 221305Z 
ACTION NEA- 11 

INFO OCT-01 ISO-OO EB-08 /020 W 

019657 221506Z/45 

R 220846Z JUN 78 
FM AMEMBASSY COLOMBO 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 650 

UNCLAS COLOMBO 2851 

E.O. 11652: N/A 
TAGS: EAIR, CE 

SUB J : AIR CEYLON SALE OF AIRCRAFT 


Message Text 


1 . AIR CEYLON HAS ASKED THE EMBASSY'S ASSISTANCE IN BRINGING 
TO THE ATTENTION OF INTERESTED PARTIES IN THE UNITED STATES 
THE SALE OF TWO AIRCRAFT: A DC8-53 AND A TRIDENT IE. 

FURTHER DETAILS MAY BE OBTAINED FROM THE ASSISTANT GENERAL 
MANAGER (ADMINISTRATION), AIR CEYLON LIMITED. LOWER CHATHAM 
STREET, COLOMBO 1 . SRI LANKA. CABLE ADDRESS IS AIRCEYLON. 

2. THE EMBASSY IS NOT SURE IF USDOC INVOLVES ITSELF IN THE 

RESALE OF USED AMERICAN MANUFACTURED AIRCRAFT BY FOREIGN AIRLINES, 
BUT ANY APPROPRIATE ASSISTANCE IN SELLING THE DC8-53 WOULD BE 
APPRECIATED. THE LOCAL REPRESENTATIVE OF DOUGLAS SAID HIS HOME 
OFFICE WAS ALREADY TRYING TO FIND BUYERS FOR BOTH THE DC8-53 
AND THE TRIDENT. 
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